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i„ Attached is a free hand sketch of -he Fort of Constanta, marking installations 
known to source,. 

2 * The reference numbers on the sketch locate the following installations: 

1- Entry into port of Constanta. 

2. Lighthouses. 

3* Maritime station. 

4« Cilos (three buildings). 

5° Palas Station (near Constanta). 

6„ Railroad line connecting Palas station with the silos. 

7 ° Oil store. 

8. Oil pipe line. 

9o Au»y where oil is loaded. 

10 „ )uay where building timber is loaded. 
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